At SUPERMARKET GENSET, we always tell customers what will produce the greatest result given their situation 


Genset Model 

Power Output (kVA) 

Engine Type 


N ?’ Fuel (Itr/hr) 

cylinder 

Oil cap.(liter) 

SG 12.5 Y 

12,5 

3TNV88-GGE 


13 

3,3 

6,7 

SG 16 Y 

16 

4TNV88-GGEA 


14 

4,3 

7,4 

SG 20 Y 

20 

4TNV84T-GGEA 


I4T 

5,0 

7,4 

SG 30 Y 

30 

4TNV98-GGEA 


14 

7,3 

10,5 

SG 35 Y 

35 

4TNV98-GGEA 


14 

7,7 

10,5 

SG 40 Y 

40 

4TNV98T-GGEA 


I4T 

9/1 

10,5 

SG 50 Y 

50 

4TNV106-GGEA 


14 

10,7 

14,0 

SG 60 Y 

60 

4TNV106T-GGEA 

I4T 

13,0 

14,0 


Open type 

Silent type | 

Genset Model 

Dimension (mm) 
Approx (pxlxt) 

Dry weight Fuel tank 

Approx.(kg) (liter) 

Dimensi (mm) 
Approx.(pxlxt) 

Dry weight 
Approx.(kg) 

Fuel tank 
(liter) 

SG 12.5 Y 

1350 x 600 x 1000 

360 

50 

1650x800x1100 

710 

30 

SG 16 Y 

1480x600x1100 

400 

50 

1800x900x1100 

850 

30 

SG 20 Y 

1480x600x1100 

400 

50 

1800x900x1100 

850 

30 

SG 30 Y 

1800 x 900 x 1000 

650 

50 

2000 x1000 x1200 

1130 

45 

SG 35 Y 

1800 x 900 x 1000 

650 

50 

2000 x1000 x1200 

1130 

45 

SG 40 Y 

1800 x 900 x 1000 

650 

50 

2000 x1000 x1200 

1130 

45 

SG 50 Y 

2000x900x1100 

710 

100 

2250x1100x1300 

1320 

80 

SG 60 Y 

2000x900x1100 

710 

100 

2250x1100x1300 

1320 

80 
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Follow us on instagram @supermarketgenset to see our products & projects 
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All information in this documents is substantially correct at the time of printing, but may be altered subsequently by the 
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For Prime & Standby Operation A 


Applications: 

Industrial, Construction, Mining 
Plantation, Shipping, Office 
Hotel, Hospital, Supermarket 
Restaurant, Commercial. 
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SUPERMARKET GENSET provides one-stop shopping and solution for power generating needs. 


Key Features 

High quality and standardize metal sheet for silent 
enclosure type with surface treated and powder coating 
finished ready for outdoor application. 

Utilizing the best sound-proofing and fire resistant material 
for maximum sound-dampening. 

Accurately calculated ventilation system designed for 
maximum cooling capacity. 

Rigid baseframe construction with low level vibration. 
Lifting hook for easy handling (< 80 kVA). 

Door lock for protection of unauthorized usage. 

Powered by Yanmar diesel engine, the best engineering 
solution forthe ultimate peace of mind. 

Tropicalized radiator specifically selected for area with 
high humidity and temperature. 

Easy-to-use-and-monitor control panel with AMF-ready 
module. 
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Small business and office building rely heavily on electricity for 
lighting, communication, computation and air-conditioning in their daily 
activities. The small capacity; end user also include, for example, 
agricultural sector for irrigation and flood management. We've seen our 
previously-unsatisfied customers came to us sharing woe stories about 
their unreliable back-up power, surrendered to unending hardship in the 
grasp of darkness. And then we came with our Yanmar-powered 
generator set for small capacity market. With a unique feature of 
durability and quieter engine, this line of product quickly finds its place in 
the heart of our loyal mj^Sners. So let our Flying-Y-powered generator 
sets be with you, always. Don't join the DarkSide... 


SUPERMARKET GENSET provides objective and reliable solution. Technically and economically 

































